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John Mosher (Chair) 

USA 

Shaun Boe 

Canada 

Timothy Roberts 

USA 

Robert Van Dijke 

Netherlands 

Sarang Dalai 

Germany 

Nina Forss 

Finland 

Ismail Mohamed 

Canada 

Teresa Cheung 

Canada 

Karim Jerbi 

Canada 

Kensuke Sekihara 

Japan 

Carsten Wo Iters 

Germany 


We thank Drs James Goh (IFMBE) and Olivier Bertrand (chair IAB) for their participation in the JZP 
award committee. 



